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MINUTES 
October 15, 2014 
Board Room, ai 8:30 a.m. 
9535 E. Doubletree Ranch Rd. 
Scottsdale, Arizona 85258 


Members Present: Dr. Brian Serbin, Mr. James Loughead, Dr. Darren Wright, Ms. Julie Young, Dr. 
Les Hatfield, Dr. James Christensen, and Ms. Julie Mumford, C.V.T. 


Members Absent: Ms. Deb Gulletf and Dr. Christina Bertch-Mumaw. 


Staff and Legal Counsel Present: Ms. Victoria Whitmore, Executive Director (E.D.); Mr. Marc Harris, 
Assistant Attorney General (A.A.G); Ms. Gina Pickering, Compliance Specialist and Ms. Tracy 
Riendeau, C.V.1., Investigations. 


|. CALLTO ORDER 
Dr. Brian Serbin, Chair at 8:30 a.m. 


Roll call: Ms. Julie Mumford, C.V.T. 


Il. INITIAL INVESTIGATIVE REVIEW 


1. 14-80, In Re: Frank Coburn, D.V.M. 

After discussion and consideration, a motion was made by Dr. Wright and seconded by Dr. 
Serbin to offer Dr. Coburn a Consent Agreement and accept the Investigative Committee's 
proposed Findings of Fact as the Board's Findings of Fact and find Dr, Coburn in violation of 
A.R.S. § 32-2233 (B) (3) for minor records violations that are routine entries into a medical 
record and that do not affect the diagnosis or care of the animal for failure to examine the 
animal within six hours before anesthesia was administered or surgery was performed. The 
Consent Agreement is to include a $50 civil penalty. Roll call: Dr. Serbin, aye; Mr. Loughead, 
aye; Dr. Wright, aye; Ms. Young, aye; Dr. Hatfield, aye; Ms. Mumford, aye; and Dr. 
Christensen, aye. Motion passed unanimously. 


2. 14-85, In Re: Mark Soderstrom, D.V.M. 
Dr. Soderstrom was present and made statements. Mr. Damiano was present and made 
statements. Affer discussion and consideration, a motion was made by Dr. Hatfield and 
seconded by Dr. Serbin to offer Dr. Soderstrom a Consent Agreement and accept the 
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Investigative Committee's proposed Findings of Fact and Conclusions of Law as the Board's 
Findings of Fact and Conclusions of Law. The Consent Agreement is to include a period of 
Probation for 1 year to obtain 4 hours of continuing education, in addition to the statutory 
requirements, in medical record keeping. Roll call: Dr. Serbin, aye; Mr. Loughead, aye; Dr. 
Wright, aye; Ms. Young, aye; Dr. Hatfield, aye; Ms. Mumford, aye; and Dr. Christensen, aye. 
Motion passed unanimously. 


3. 14-90, In Re: Michael Ferrera, D.V.M. 
After discussion and consideration, a motion was made by Dr. Haifield and seconded by 
Ms. Mumford to schedule this matter for an Informal Interview. Motion passed unanimously. 


4. 14-91, In Re: Thomas Miller, D.V.M. 

After discussion and consideration, a motion was made by Dr. Wright and seconded by Dr. 
Serbin to disagree with the Investigative Committee and dismiss this issue with no violation 
and issue a Letter of Concern with respect to communication. Motion passed unanimously. 


5, 14-94, In Re: Kimberly Ivy Thomas, D.V.M. 

Mr. Gaona was present and made statemenis. After discussion and consideration, a motion 
was made by Dr. Wright and seconded by Mr. Loughead to accept the Investigative 
Committee's recommendation and dismiss this issue with no violation. Motion passed 
unanimously. 


6. 14-95, In Re: Cara Temple, D.V.M. 

Dr. Temple was present and made statements. Ms. Garbers was present and made 
statements. After discussion and consideration, a motion was made by Dr. Hatfield and 
seconded by Ms. Young to schedule this matter for an Informal Interview. Motion passed 
unanimously. 


7. 14-96, In Re: Kenneth Hunt, D.V.M. 

After discussion and consideration, a motion was made by Ms. Mumford and seconded by 
Mr. Loughead to accept the Investigative Committee's recommendation and dismiss this 
issue with no violation. Motion passed unanimously. 


8. 14-97, In Re: Lorna Lanman, D.V.M. 

After discussion and consideration, a motion was made by Dr. Christensen and seconded 
by Dr. Serbin to accept the Investigative Committee's recommendation and dismiss this 
issue with no violation and issue a Letter of Concern with respect to failure to document the 
concentration and route of medications administered. Motion passed unanimously. 


9. 14-98, In Re: William Linney, D.V.M. 

Ms. Ramm was present and made statements. Affer discussion and consideration, a motion 
was made by Dr. Christensen and seconded by Dr. Serbin to accept the Investigative 
Committee's recommendation and dismiss this issue with no violation. Motion passed 
unanimously. 


10. 14-99, In Re: Christopher Dorto, D.V.M. 
Ms. Ramm was present and made statements. After discussion and consideration, a motion 
was made by Dr. Christensen and seconded by Dr. Serbin to accept the Investigative 
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Committee's recommendation and dismiss this issue with no violation. Motion passed 4 
ayes, 3 nays. 


11. 14-100, In Re: Judi Love, D.V.M. 

After discussion and consideration, a motion was made by Ms. Mumford and seconded by 
Dr. Serbin to accept the Investigative Committee's recommendation and dismiss this issue 
with no violation. Motion passed unanimously. 


12, 15-13, In Re: Kimberlel Hurst, D.V.M. 
After discussion and consideration, a motion was made by Dr. Serbin and seconded by Ms. 
Mumford to schedule this matter for an Informal Interview. Motion passed unanimously. 


Ill, INFORMAL INTERVIEWS AND BOARD DELIBERATION 


1. 14-93: In Re: Kelly Anderson, D.V.M. Continuance of Informal Interview of August 20, 2014 
and September 17, 2014, for the purpose of receiving additional information and reviewing 
and possible action to approve proposed Findings of Fact, Conclusions of Law and 
adopting an Order. 

Attorney, Reed Campbell was present to monitor. After discussion and consideration, a 
motion was made by Dr. Serbin and seconded by Ms. Mumford to accept the Findings of 
Fact as written. Motion passed unanimously. 


After further discussion and consideration, a motion was made by Ms. Mumford and 
seconded by Dr. Serbin to accept the Conclusions of Law as written. Motion passed 
unanimously. 


After discussion and consideration, a motion was made by Dr. Wright and seconded by Dr. 
Serbin to issue Dr. Anderson an Order to include a period of Probation for 2 years to obtain 
12 hours of continuing education, in addition to the statutory requirements. The additional 
12 hours of continuing education are to include: 

e 4 hours in Ethics; 

e Ahours in Medical Record Keeping; and 

e 4hours in Practice Management. 
Furthermore, the Order shall include a $2,000 civil penalty for violations cited in paragraphs 
23 and 24 of the Board Order. Roll call: Dr. Serbin, aye; Mr. Loughead, aye; Dr. Wright, aye; 
Ms. Young, aye; Dr. Hatfield, aye; Ms. Mumford, aye; and Dr. Christensen, aye. Motion 
passed unanimously. 


2. 14-71: In Re: Priscilla Muhoho, D.V.M. Continuance of Informal Interview of September 17, 
2014, for the purpose of receiving additional information and reviewing and possible action 
to approve proposed Findings of Fact, Conclusions of Law and adopting an Order. 

Attorney, Reed Campbell was present to monitor. After discussion and consideration, a 
motion was made by Dr. Serbin and seconded by Dr. Hatfield to accept the Findings of 
Fact and Conclusions of Law as written. Motion passed unanimously. 


After discussion and consideration, a motion was made by Dr. Serbin and seconded by Dr. 
Hatfield to issue Dr. Muhoho an Order fo include a period of Probation for | year to obtain 8 
hours of continuing education, in addition to the statutory requiremenis. The additional 8 
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e 4hours in Medical Record Keeping; 

e 2hours in Critical Care and Fluid Therapy; and 

e 2hours in NSAIDs and Pain Management. 
Roll call: Dr. Serbin, aye; Mr. Loughead, aye; Dr. Wright, aye; Ms. Young, aye; Dr. Hatfield, 
aye; Ms. Mumford, aye; and Dr. Christensen, aye. Motion passed unanimously. 


3. 14-72: In Re: John McGee, D.V.M. Continuance of Informal Interview of September 17, 
2014, for the purpose of receiving additional Information and reviewing and possible action 
to approve proposed Findings of Fact, Conclusions of Law and adopting an Order. 

Attorney, Reed Campbell was present to monitor. Affer discussion and consideration, a 
motion was made by Dr. Serbin and seconded by Ms. Mumford to accept the Findings of 
Fact and Conclusions of Law as written. Motion passed unanimously. 


After discussion and consideration, a motion was made by Dr. Serbin and seconded by Ms. 
Mumford to issue Dr. McGee an Order to include a period of Probation for 1 year to obtain 
8 hours of continuing education, in addition to the statutory requirements. The additional 8 
hours are to include: 

¢ 4hours in Medical Record Keeping; 

* 2 hours in Management of Kidney disease; and 

* 2 hours in Communication. 

Roll call: Dr. Serbin, aye; Mr. Loughead, aye; Dr. Wright, aye; Ms. Young, aye; Dr. Hatfield, 
aye; Ms. Mumford, aye; and Dr. Christensen, aye. Motion passed unanimously. 


4. 14-73: In Re: Stephen Wanick, D.V.M. Continuance of Informal Interview of September 17, 
2014, for the purpose of receiving additional information and reviewing and possible action 
to approve proposed Findings of Fact, Conclusions of Law and adopting an Order. 

Attorney, Reed Campbell was present to monitor. After discussion and consideration, a 
motion was made by Ms. Mumford and seconded by Dr. Serbin to accept the Findings of 
Fact and Conclusions of Law as written. Motion passed unanimously. 


After discussion and consideration, a motion was made by Ms. Mumford and seconded by 
Dr. Serbin to issue Dr. Wanick an Order to include a period of Probation for 1 year to obtain 
4 hours of continuing education, in addition to the statutory requirements, in Medical 
Record Keeping. Roll call: Dr. Serbin, aye; Mr. Loughead, aye; Dr. Wright, aye; Ms. Young, 
aye; Dr. Hatfield, aye; Ms. Mumford, aye; and Dr. Christensen, aye. Motion passed 
unanimously. 


5. 14-75: In Re: Gary Yocham, D.V.M. Continuance of Informal Interview of September 17, 
2014, for the purpose of receiving additional information and reviewing and possible action 
to approve proposed Findings of Fact, Conclusions of Law and adopting an Order. 

Ms. Navasitis was present to monitor. After discussion and consideration, a motion was 
made by Dr. Hatfield and seconded by Dr. Serbin to accept the Findings of Fact and 
Conclusions of Law as written. Motion passed unanimously. 


After further discussion and consideration, a motion was made by Dr. Hatfield and 
seconded by Dr. Serbin to offer Dr. Yocham an Order to include a period of Probation for 2 
years to obtain 8 hours of continuing education, in addition to the statutory requirements. 
The additional 8 hours are to include: 

« Ahours Fluid Therapy in Renal Disease; 
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e 2hours in Medical Record Keeping; and 

e 2hours in Pain Management. 
Furthermore, the Order shall include a $400 civil penalty. 
Roll call: Dr. Serbin, aye; Mr. Loughead, aye; Dr. Wright, aye; Ms. Young, aye; Dr. Hatfield, 
aye; Ms. Mumford, aye; and Dr. Christensen, aye. Motion passed unanimously. 


6. 14-76: In Re: Mario Tascon, D.V.M. Continuance of Informal Interview of September 17, 
2014, for the purpose of receiving additional information and reviewing and possible action 
to approve proposed Findings of Fact, Conclusions of Law and adopting an Order. 

Ms. Navasitis was present to monitor. After discussion and consideration, a motion was 
made by Dr. Hatfield and seconded by Dr. Serbin to accept the Findings of Fact and 
Conclusions of Law as written. Motion passed unanimously. 


Affer further discussion and consideration, a motion was made by Dr. Hatfield and 
seconded by Dr. Serbin to offer Dr. Tascon an Order to include a period of Probation for 1 
year to obtain 6 hours of continuing education, in addition to the statutory requirements. 
The additional 6 hours are to include: t 

e¢ 2hours in Renal Failure; 

e¢ 2hours in Medical Record Keeping; and 

e« 2hours in Pain Management. 
Roll call: Dr. Serbin, aye; Mr. Loughead, aye; Dr. Wright, aye; Ms. Young, aye; Dr. Hatfield, 
aye; Ms. Mumford, aye; and Dr. Christensen, aye. Motion passed unanimously. 


7. 14-70: In Re: Tomas Teskey, D.V.M. Continuance of Informal Interview of September 17, 
2014, for the purpose of receiving additional information and reviewing and possible action 
to approve proposed Findings of Fact, Conclusions of Law and adopting an Order. 

Ms. Mumford was recused, After discussion and consideration, a motion was made by Dr. 
Christensen and seconded by Ms. Young to accept the Findings of Fact and Conclusions of 
Law as written. Motion passed, 6 ayes, 1 recusal. 


After further discussion and consideration, a motion was made by Dr. Christensen and 
seconded by Mr. Loughead to issue Dr. Teskey an Administrative Order that includes a $250 
civil penalty. Roll call: Dr. Serbin, nay; Mr. Loughead, aye; Dr. Wright, nay; Ms. Young, nay; 
Dr. Hatfield, nay; Ms. Mumford, recused; and Dr. Christensen, aye. Motion failed; 4 nays, 2 
ayes and 1 recusal. 


Affer discussion and consideration, a motion was made by Dr. Serbin and seconded by Dr. 
Wright to issue Dr. Teskey an Administrative Order that includes a $1,000 civil penaity to be 
paid within 90 days. Roll call: Dr. Serbin, aye; Mr. Loughead, nay; Dr. Wright, aye; Ms. Young, 
aye; Dr. Hatfield, aye; Ms. Mumford, recused; and Dr. Christensen, nay. Motion passed 4 
ayes, 2 nays and | recusal. 


A motion was made by Dr. Serbin and seconded by Dr. Wright to direct staff to advise Dr. 
Teskey to apply for a premise license. Motion passed 6 ayes, | recusal. 


IV. ADMINISTRATIVE REVIEW OF PREVIOUS ACTIONS 


1. 13-33: In Re: Greg Heitman, D.V.M. Board may review, discuss and take action on 
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Practice Monitor Reports. 

The Board reviewed Dr. Heitman's Practice Monitor Reports. Ms. Whitmore updated the 
Board on her visit with Dr. Crisler, Dr. Heitman’s Practice Reviewer; he and Dr. Heifman will 
continue to work on improving Dr. Heitman's medical records. No action taken. 


2, C-14-12: In Re: Joe Robinson. Board may review and discuss injunction status. 
No action taken. 


3.14-05: In Re: Refaat Ishak, D.V.M. Board may review, discuss and take action on 
Continuing Education documentation submitted as required by Board Order. 

After discussion and consideration, a motion was made by Dr. Serbin and seconded by Dr. 
Hatfield to approve Dr. Ishak's continuing education in compliance with his Board Order 
and return his license to Active status. Motion passed unanimously. 


4.14-48: In Re: Christina Barber, D.V.M. Board may review, discuss and take action on 
remainder of Continuing Education plan as required by Board Order. 

Dr. Wright was recused. After discussion and consideration, a motion was made by Dr. 
Serbin and seconded by Ms. Young to allow Dr. Barber an additional 90 days to resubmit a 
plan on how she will obtain the remaining 3 hours of continuing education to be in 
compliance with her Board Order. The remaining 3 hours of continuing education should 
have an emphasis on surgery of the reproductive tract. Motion passed, 6 ayes, 1 recusal. 


5, 14-52: In Re: Margaret Sorensen, D.V.M. Board may review, discuss and take action on 
Continuing Education completed and Continuing Education plan as required by Board 
Order. 

After discussion and consideration, a motion was made by Dr. Christensen and seconded 
by Dr. Serbin to give Dr. Sorensen a 60-day extension on submitting her continuing 
education plan to be in compliance with her Board Order. Additionally, Dr. Sorensen’s prior 
attended continuing education cannot be used to fulfill her Board Order. Motion passed 
unanimously. 


If Dr. Sorensen does not comply within the 60-day extension, a case will be opened for non- 
compliance of her Board Order. 


V. REPORTS, CORRESPONDENCE, REFERRALS AND OTHER BUSINESS 


e 


1, Board may conduct an interview with Dr. Donald Noah regarding possible appointment to 
the Board's Investigative Committee and may take action on appointment. 

Dr. Noah was present, made statements and answered questions. After discussion and 
consideration, a motion was made by Dr. Hatfield and seconded by Dr. Serbin to appoint 
Dr, Noah to the Investigative Committee. Motion passed unanimously. 


2.Board may review, discuss and take acfion on request from Tom Murray to discuss post- 
operative care services facility plan. 

Mr. Murray was present, made statements and answered questions. The Board discussed 
that Mr. Murray would need a premise license to offer some of the services that he wishes to 
provide to the public at his locations. No action was taken. 
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3.Board may review, discuss and take action on C-15-01, In Re: Kenneth Hunt, unlicensed 
practitioner. 

After discussion and consideration, a motion was made by Dr. Serbin and seconded by Dr. 
Hatfield to issue Mr. Hunt a $1,000 civil penalty for allowing his practice to provide veterinary 
medical services to the public for 6 weeks without a premise license/application pursuant to 
A.R.S. § 32-2237 (E}(4) and A.R.S. § 32-2272 (H). Roll call: Dr. Serbin, aye; Mr, Loughead, aye; 
Dr. Wright, aye; Ms. Young, aye; Dr. Hatfield, aye; Ms. Mumford, aye; and Dr. Christensen, 
aye. Motion passed unanimously. 


4.Board may review, discuss and take action on C-12-10, In Re: Kim Sheridan, unlicensed 
practitioner, possibly continuing the practice of veterinary medicine after a cease and 
desist issued. 

After discussion and consideration, a motion was made by Dr. Serbin and seconded by Mr. 
Loughead to file an action in superior court to enjoin Ms. Sheridan from engaging in the 
unlicensed practice of veterinary medicine. Motion passed unanimously. 


5. Board may review, discuss and take action on review of AAVSB conference from Board 
delegate and attendees. 

Dr. Wright and Dr. Serbin updated the Board on topics discussed at the AAVSB conference. 
No action taken. 


6.Board may review, discuss and take action on adding to agency websife a list of 
licensees and certificate holders whose status is revoked, suspended, or on probation. 
No action taken. 


7, Board may review, discuss and take action on appointing a Legislative sub-committee. 
After discussion and consideration, the Board formed a Legislative sub-committee consisting 
of Ms, Gullett, Mr. Loughead, Dr. Wright and Dr. Christensen. If Ms. Gulleti’s Board term ends, 
Ms. Young will take her place. 


8.Board may review, discuss and take action on review of veterinary licensure and 
veterinary technician certification processes. 

Ms. Whitmore reported that she, the Board's Licensing Administrator, and Assistant Attorney 
General thoroughly reviewed the application and approval process for veterinarians and 
certified veterinary technicians. There are different requirements for each type of veterinary 
license. While minor modifications to the Board's internal tracking forms were identified, it 
was noted that all applicable statutes and rules are being followed correctly. No action 
taken. 


9.Board may review, discuss and take action on NAVLE ® Technical Report and Qualifying 
Examination Technical Report. 
No action taken. 


10. Board may review, discuss and take action on agency response to ADOA/General 
Accounting Office audit. 

The Board discussed that the items noted on the audit were minor and appropriate action 
has been taken to address the issues noted in the audit. No action taken. 
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11. Board may review, discuss and take action on Celeste Kelly v. Victoria Whitmore, et. 
al., Maricopa County Superior Court Case No. CV2014-091906. 
No update at this time. 


12. Board may review, discuss and fake action on information submitted by Karla Penman, 
D.V.M. regarding reportable charges case resolved, 

After discussion and consideration, a motion was made by Dr. Hatfield and seconded by Dr. 
Serbin to direct staff to verify the accuracy of Dr. Penman’s information in her letter and 
close the matter unless otherwise indicated. Motion passed unanimously. 


13. Board may review, discuss and take action on_ information received that 
Groomingdales Is offering anesthesia-free teeth cleaning. 

After discussion and consideration, the Board directed staff fo invite the owner of 
Groomingdales to attend a future Board meeting fo discuss services being offered at 
Groomingdales. 


14. Board may review, discuss and take action of information received that Pet Clubs are 
offering anesthesia-free teeth cleaning. 

After discussion and consideration, the Board directed staff to verify that Pet Clubs are no 
longer offering anesthesia-free teeth cleaning unless it is through a licensed premise. 


15. Board may review, discuss and take action on veterinary license pending submission of 
license issuance fee and/or proof of graduation. 

a. Eells, Jordan (R) 

b. Harris, Krystal (R) 

c. Jang, Jessica (R) 

d. Meltesen, Holly (R) 
After discussion and consideration, a motion was made by Dr. Serbin and seconded by Ms. 
Mumford to approve the above veterinary licenses pending submission of license issuance 
fee and/or proof of graduation. Motion passed unanimously. 


16. Board may review, discuss and take action on veterinary technician application. 
a. Cassandra Allen 
After discussion and consideration, a motion was made by Dr. Serbin and seconded by 
Dr. Hatfield to have Ms. Allen to appear before the Board at a future Board meeting. 
Motion passed unanimously. 


b. Karen Bass 

After discussion and consideration, a motion was made by Ms. Mumford and seconded 
by Dr. Hatfield fo approve Ms. Bass’ application and allow her to sit for the exam({s}. 
Motion passed unanimously. 


c. Crystal Crowe 

After discussion and consideration, a motion was made by Ms. Mumford and seconded 
by Ms. Young to approve Ms. Crowe's application based on her education pursuant to 
ARS § 32-2242 (B) and allow her to sit for the exam(s). Motion passed unanimously. 


17. Executive Director Report 
a. FY16 budget request and strategic plan 
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Ms. Whitmore discussed the FY16é budget request and strategic plan as related to 
funding. 


b. Five Year Rule Report update 

Ms. Whitmore explained that the Governor's Regulatory Review Council has pended the 
review from November to December. The agency has submitted all information as 
required. 


c. Anthem CVT program closure 

Ms. Whitmore advised that Anthem College abruptly closed its veterinary technician 
program, which had been a large source of CVT applicants. Pima Medical Institute has 
opened operations in Anthem's facility and many students have transferred to that 
program to continue their studies. No large change is expected in CVT applicants at this 
point. 


d, Newsletter 
Ms. Whitmore advised the Board that a newsletter will be distributed in November in 
advance of the license renewal period. 


e. Renewal process update 

Ms. Whitmore advised Board staff has begun preparing to send renewal notices and 
planning for processing. The Board office has obtained an electronic check deposit 
system which is expected to save the office time in processing deposits. 


f, Attorney General services 
Ms. Whitmore updated the Board that we have been assigned a new Assistant Attorney 
General who will begin working with the Board in late 2014. 


g. Future meeting schedule 


Ms. Whitmore discussed that there will be a meeting in both November and December 
2014. However, there may not be a January 2015 Board meeting. 


VI. REVIEW AND APPROVAL OF MINUTES 


September 17, 2014 Draft Regular Session 
After discussion and consideration, a motion was made by Dr. Serbin and seconded by Ms. 
Mumford to approve the regular session minutes as written. Motion passed unanimously. 


September 17, 2014 Draft Executive Session 
After discussion and consideration, a motion was made by Dr. Serbin and seconded by Ms. 
Mumford to approve the execulive session minutes as written. Motion passed unanimously. 


October 1, 2014 Special Meeting Regular Session 

Dr. Serbin and Ms. Mumford were abstained. After discussion and consideration, a motion 
was made by Mr. Loughead and seconded by Dr. Hatfield to approve the special meeting 
regular session minutes as written. Motion passed unanimously. 
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Vil. CONSENT AGENDA 


A. Approval to take State Veterinary Exam 
1. Bellew, Katherine (R) 
2. Danhaus, Paul (E) 
3. Kinser, Mathew (R} 
4, Randall, Joann (8) 
Approval to take the State Veterinary Exam granted. 


B. Approval to take Certified Veterinarian Technician Exams 

. Anderson, Heather 

. Bernal, Alexis 

Harper, Anice 

. Harris, Kelsi 

. Hartstock, Heather 

. Hendrey, Barbara 

, Lara-Barnes, Maria 

. Lown, Jessica 

. McKinlay, Danielle 

10. Marinas, Tracy 

11. Marino, Jamie 

12, Marquez, Jennifer 

13, Mothersead, Mark 

14, Parker, Sylvia 

15. Rolston, Patrick 

16. Scott, Kathi 

17, Baker, Hayden 

18. Drane, Shannon 

19, Farmer, Sean 

20. Gabrielsson, Katrina 

21. Garcia, Roxanne 

22. Hernandez-Morales, Samantha 

23. Horton, MaCinda 

24, Jenkins, Kinsey 

25. Lueder, Lindsey 

26. MacFarlane, Hilary 

27. Marroquin, Guisela 

28. Oakman, Kelsey 

29. O'Neill, Jesslyn 

30. Pfeiffer, Jamie 

31. Rolston, Patrick 

32. Rubio, Ruby 

33. Tritch, Amanda 

34, Walker, Adriana 

35. Williams, Madeline 

36. Zeidas, Roxann 
Approval to take Certified Veterinarian Technician Exams granted. 


WO MNAORWN— 


SS SS OE a ASOT, 


LEDER ER EES SSR SOIT TI ee ETRE 


ene 


Arizona State Veterinary Medical Examining Board - October 15, 2014 - FINAL Page 10 


C. Approval of Temporary Permit 
1, Kinser, Mathew (R} 
Approval of Temporary Permits granted. 


D. Approval of Premise Licenses 
: Prickly Pear Holistic Veterinary Care. New Premise. Lauren Genow, DVM. 


1. R2273 
2. R2274 
3. R2275 
4. R2276 
5. R2277 
6. R2278 
7. R2279 
8. R2280 
9, R228) 
10. R2282: 
11. R2283: 
12, R2284: 
13. R2285: 
14. R2286: 
15. R2287: 
16. R2288: 
17. R2289; 
18. R2290: 
19. R2291: 
20. R2292: 
21. R2293: 
22. R2294: 
23. R2295: 
24, R2296: 
25. R2297: 
26. R2298: 
27, R2299: 
28. R2300: 
29, R2301: 
30. R2302: 
31. R2303: 
32. R2304: 
33. R2305: 
34. R2306: 
35. R2307: 
36. R2308: 
37. R2309: 
38. R2310: 
39. R2311: 
40. R2312: 
4}. R2313: 
42, R2318: 


: Vetco #540. New Owner. John Augustine, DVM. 
: Vetco #570. New Owner. John Augustine, DVM. 
: Vetco #571. New Owner. John Augustine, DVM. 
: Vetco #574, New Owner. Jonn Augustine, DVM. 
: Vetco #575. New Owner. Jonn Augustine, DVM. 
: Vetco #591, New Owner. John Augustine, DVM. 
: Vetco #597. New Owner. John Augustine, DVM. 
: Vetco #915, New Owner. Jonn Augustine, DVM. 
Vetco #921. New Owner. John Augustine, DVM. 


Vetco #1104. New Owner. John Augustine, DVM. 
Vetco #1107. New Owner, John Augustine, DVM. 
Vetco #1108, New Owner. John Augustine, DVM. 
Vetco #1109. New Owner. John Augustine, DVM. 
Vetco #1113. New Owner. John Augustine, DVM. 
Vetco #1118. New Owner. John Augustine, DVM. 
Vetco #1119. New Owner. John Augustine, DVM. 
Vetco #1122, New Owner. John Augustine, DVM. 
Vetco #1129. New Owner. John Augustine, DVM. 
Vetco #1132. New Owner. John Augustine, DVM, 
Vetco #1138. New Owner. John Augustine, DVM. 
Vetco #1144. New Owner. John Augustine, DVM. 
Vetco #1148. New Owner. John Augustine, DVM. 
Vetco #1151. New Owner. John Augustine, DVM, 
Vetco #1156. New Owner. John Augustine, DVM. 
Vetco #1157, New Owner. John Augustine, DVM. 
Vetco #1165. New Owner. John Augustine, DVM. 
Vetco #1169. New Owner. John Augustine, DVM. 
Vetco #1173. New Owner. John Augustine, DVM. 
Vetco #1175. New Owner. John Augustine, DVM. 
Vetco #2125. New Owner. John Augustine, DVM. 
Petsense Cottonwood. New Owner. John Augustine, DVM. 


Paws Plus #1726. 
Paws Plus #1734. 
Paws Plus #1773. 
Paws Plus #1774. 
Paws Plus #1775. 
Paws Plus #1781. 
Paws Plus #1782. 
Paws Plus #1783. 
Paws Plus #1793. 


New Owner. 
New Owner. 
New Owner. 
New Owner. 
New Owner. 
New Owner. 
New Owner. 
New Owner. 
New Owner. 


John Augustine, DVM. 
John Augustine, DVM. 
John Augustine, DVM. 
John Augustine, DVM. 
John Augustine, DVM. 
John Augustine, DVM. 
John Augustine, DVM. 
John Augustine, DVM. 
John Augustine, DVM. 
Phoenix Pet Oncology, LLC. New Premise. Kim Hillers, DVM. 


43, R2320: VCA TriCity Veterinary Hospital & Acacia Cat Hospital. New Address. Ellen 


Lucey, 


ekeokercemomms 


DVM. 


eee 
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44, R2321: Dr. Jen's House Call for Pets. New Address. Jennifer Moorehead, DVM. 

45, R2322: Foothills Veterinary Home Visits. New Premise. Shannon Wesche, DVM, 

46, R2327: Paws Plus #1844. New Owner. John Augustine, DVM. 

47, R2330: Paws Plus #1871. New Owner. John Augustine, DVM. 

48, R2334: Shot Spot Vaccinations at Karsten’s Ace Hardware. New Premise. 
Raymond Gniadek, DVM. 

49, R2336: Shot Spot Vaccinations at Paul’s Ace Hardware Gilbert. New Premise. 
Raymond Gniadek, DVM. 

50. R2343: Shot Spot Vaccinations at Scottsdale Livestock. New Premise. Raymond 
Gniadek, DVM. 
D (1), (4), (10), (14), (24), (27), (32), (33), (34), (35), (38) and (45) Removed from 
Consent Agenda. 
Approval of Premise Licenses granted. 


E. Random Premise Inspections 

1. P0920: Alma Schoo! Animal Hospital. Sheila Christian, DVM. 

2. RO407: Noe’s Ark Animal Hospital. Bruce Noe, DVM. 

3. RO442: Fletcher Heights Animal Hospital. Mark Ketchum, DVM. 

4, RO455: Animal Hospital at Anthem PLC. Brian Waller, DVM. 

5. RO682: Eastpoint Pet Clinic. Rocco Mele, DVM. 

6. RO787: Oro Valley Pet Clinic. lvan Weinstein, DVM. 

7, RO960: Dermatology Clinic for Animals. Thomas Lewis, DVM. 

8. RO984: Southwest Veterinary Surgical Service, PC. Bradford Dixon, DVM. 

9. R1028: Anthem Pet Medical Center. Edward Cohen, DVM. 

10. R1082: Homestead Animal Clinic. Duane Hunt, DVM. 
Approval of Random Premise Inspections granted. 


F, Approval of Premise Scope Change Requests 
1. R1028: Anthem Pet Medical Center. Add mobile unit. Edward Cohen, D.V.M. 
2. RO787: Oro Valley Pet Clinic. Add mobile unit. Ivan Weinstein, D.V.M. 
3. R1920: Seville Veterinary Hospital. Add boarding services. Jill Bronz, D.V.M. 
Approval of Premise Change of Scope Requests granted. 


After discussion and consideration, a motion was made by Ms. Mumford and seconded by Dr. 
Wright to approve the Consent Agenda as amended. Motion passed unanimously. 


Items Removed From Consent Agenda 


D (1) R2273: Prickly Pear Holistic Veterinary Care. New Premise. Lauren Genow, DVM. 
D (4) R2276: Vetco #571. New Owner. John Augustine, DVM. 

D (10) R2282: Vetco #921. New Owner. John Augustine, DVM. 

D (14) R2286: Vetco #1109. New Owner. John Augustine, DVM. 

D (24) R2296: Vetco #1151. New Owner. John Augustine, DVM. 

D (27) R2299: Vetco #1165. New Owner. John Augustine, DVM. 

D (32) R2304: Petsense Cottonwood. New Owner. John Augustine, DVM. 

D (33) R2305: Paws Plus #1726. New Owner. John Augustine, DVM. 

D (35) R2307: Paws Plus #1773. New Owner. John Augustine, DVM. 

D (38) R2310: Paws Plus #1781. New Owner. John Augustine, DVM. 

D (45) R2322: Foothills Veterinary Home Visits. New Premise. Shannon Wesche, DVM. 
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After discussion and consideration, a motion was made by Ms. Mumford and seconded by Dr. 
Serbin to approve the above premise licenses pending inspection and compliance. Motion 
passed unanimously. 


VIIL SUMMARY OF CURRENT EVENTS 
No current events discussed. 


IX, CALL TO PUBLIC 
No member of the public wished to speak. 


X. ESTABLISHMENT OF FUTURE MEETING DATE 
The next regular meeting will be held telephonically on November 19, 2014, beginning at 8:30 
a.m. at 9535 E. Doubletree Ranch Road, Scottsdale, Arizona, 85258, in the Board Room. 


XI, ADJOURNMENT 
The meeting adjourned aft 1:40 p.m. 


Respectfully submitted, 


Cates 


Victoria Whitmore, Executive Director 
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